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Erratum to manual 9499 440 16111. 

Pages 167 and 168 belong to section 3.9. SUPPLEMENT TO THE INSTRUCTION MANUAL FOR 
SPECIAL MODEL OSCILLOSCOPE PM 3265E WITH TTL TRIGGERING. 
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